tion* dci ncit >|>i*eifk*alh addivss the ground water impacts.
	Solid Waste Act (30-20-101 et seq.)	Solid Waste Reg's (6 OCR 1007-2) (being amended)	Design criteria, performance standards
3.0    Land application of secondary domestic wastewater and/or land	Water Quality Act (25-1-107 (e))	Ground Water Quality Control Regulations (to be developed)	Design criteria, effluent limitations
application for treatment			
purpose			
4.0    Gold and other nonradioactive mining ore processing at custom mills	Water Quality Act (25-8-101 et seq.)	Ground Water Quality Control Regulations (to be developed)	Design criteria, performance standards
not associated	and/or		
with a mine —			
i.e., cyanide heap leaches			
	Solid Waste Act (30-20-101 et seq.)	Solid Waste Reg's (6 CCR 1007-2) (being amended)	Design criteria, performance standards
5.0    Wastewater sludge disposal	Water Quality Act (25-8-101 et seq.)	Ground Water Quality Control Regulations (to be developed)	Design criteria, performance standards
and/or
CDPS discharge permits being issued on case-by-case basis not specifically pertaining to ground water protection.
Can be applied to processing and disposal aspects.
High
Medium
Can be applied disposal aspects.
Medium
(Continued)